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PROJECT  10073  RECORD  CARD 


1.  DATE 

2.  LOCATION 

8 December  1957 

Comfort,  Texas 

■ - - 

3.  DATE>TIWE  GROUP 

. 4.  TYPE  OP  OBSERVATION  I 

Loci 

08/1735Z 

]|36foufi<l*VI  iuol 
□ AlfvViMol 

□ Ground'Rador 

□ Alr*lnt,reopt  Rador 

5.  PHoVoi 

□ Yos 
■XIo 

i,  SGURCI 
Civilian 

7.  LENGTH  OP  OGSIRVATION 

1.  NUMBER  OP  OBJECTS 

9.  COURSE 

10  minutes 

12 

stood  still 

10.  SUMMARY  OP  StOHTINO 

Twelve  objects f rounds  size  of  pin 
heady  color  bright  lights,  observer 
thought  they  were  stars* 


12.  CONCLUSIONS 

□ Wof  Balloon 

□ PfobobI/  Balloon 

□ Pottibly  Balloon 

O Wot  Atrcroft 

□ Probably  Alrcroft 

□ Posoibly  Aircraft 

□ Woi  Aotronofnlcal 

□ ProboUy  Aftronomicol 

□ Poftolbly  Attronomicol 

4^  n*k».  Darachutesx 


□ Inti^fficlont  Doto  for  Evaluofion 

□ Unknown 


II,  COMMENTS 

Concur  with  CAA,  probably  para- 
chutes which  appeared  to  stand 
still  because  of  great  distance 
from  bbserver* 
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SaH^26  SQG3$a  YDDa2S  UYED20  WDB218HWA039 
m RJEDDN  RJEDSQ  RJEPHa 

DE  RJWFHU  6B 

t1  0916352 

Ftl.COMDR  7A1  ACWROM, 

TO  RJUniW/COIlDR  33  ADIV 
INFO  RJEDDN/COHDR  ADC  EtlT  AFB 


RJEDSC./COI1DR  AIR  TECHMICAL  CENTER  WPAFE 


RJEPHQ/C  DIRECTOR  OF  INTELL  HEADQUARTERS  USAF  WASHINGTON 


DT 


UNCLAS  FROM  DO  741-12-lS  SUBJECT:  UFOB  REPORT.  ITEM  ONE-  (AXROUND^CB) 


A PIN  HE^'(C<j^Enicn{^LIGHT)C  CE)  IN  A 

LUST^-  (F)  NONE  (G)  NONE  CH)  NONE  (I)  NONE  ITEM  TWO-CA)  HE  THOUGHT 
THEY  WERE  STARS  AT  FIRST.  <PQ0  DEGREES  AT  ABOUT 
FROM  THE  OBSERVER  CO  HE  NEVER  SAW  THEM  DISAPPEAR.  (D ) STOOD  STILI^ 


MX  QF_  THE  TIME  NEVER  SAW  THEM  DISAPPEAR  CF) 


* t 


/ 


MINUTED  ITEM  TKREE-CA)  NONE  (B  ) NONE  (C)  NONE  ITEM  FOUR 

//X?-— dT  = // 

CA)  5 DECEMBER  *1957 'at  17352 '(E)  DAY  ITEM  FIVE-  001248  CCOMgQRT. 


TEXAS)  ITEM  SIX-C 


ITEM  SEVEH-CA)  CLEAR^(E)  SURFACE 


TEXAS  <B)  N/f 


A 


’5BDEGREES 


' . >'//V 

20  6,000<340DEGREES 


■%d/ 


^S70{2!t34((!)QEGHE£S-40  16 


6gDEGREES"55  3fl,03S 
CD)  FIFTEEN  MILES 


S2DEGREES-70  50, 0O0-(g5;>feGREES-55  <C)  K0C 
E)  NONE  CF>  NONE  ITEM  EIGHT 


NONE  ITEM  NINE-  NONE  ITEM  TEN  -NONE 
ITEM  ELEVEN-  AT  APPROXIMATELY (<180^2 

IlGHWAY  PATRfll  HAD  SITED  FOUR  OR  FI 

fHEY  COULD  EE  WEATHER  INSTRUMENTS  QOM  BALLOONS  IN  THAT  AREA 
VEOUT  THIRTY  MINUTES 


SAN  ANTONIO  SAID  THAT  THE 


CA A. ADVISED  THAT 


FROM 

UERRVILLE,  TEXAS,  HAD  RECOVERED  WEATHER  INlTRyMENTS. FROM  AN 
AREA  TO  THE  EAST  OF  KERRV 


WOULD  PLACE  BOTH  SITINGS 
INI  THE  SAME  AREA>  NO  UNUSUAL  SIGHTINGS  PICKED  UP  BY  RADAR. 
ITEM  TWELVE-  NONE.  , v 


:D9/17462  dec  RJWFHW 
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